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OUR  LADY'S  CHAPEL  -  CAMDEN,  S.  C. 

(Our  Lady  of  Perpetual  Help  Catholic  Church) 
Located  in  Lyttleton  at  Pine  St.,  this  lovely  Cali- 
fornia-mission style  Church  was  a  gift  in  1914  of 
Miss  Charlotte  M.  Thompson  to  the  Diocese  of 
Charleston.  A  patio  garden  helps  create  a  friendly 
atmosphere  that  welcomes  every  passerby;  and  a 
beautifully  toned  bell  (happily  named  Gabriel) 
peals  forth  the  "glad  tidings"  in  this  distinctive 
southern  town. 
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